. Reduced service schedule in effect when declared 
2020/2 021 R |= D U Cc E D Ride Safer. Wear (@ Maintain Practice in advance by the MBTA. In most cases, 
mbta.com/ a face a healthy ood <2 announcement made late in the afternoon on the 
S E RVI CE SC [4] E D U L [= neeeter covering {distance ygiene prior day. Stay connected to MBTA.com for up- to- 


the minute information. 


Monday to Friday 


ZONE STATION TRAIN # 7300 1300 1302 1304 1306 1308 1310 1312 1314 
6 Lowell tor 5:39 7:00 9:00 11:00 1:00 3:00 5:00 7:00 9:00 
5 North Billerica 6 5:43 7:08 9:08 11:08 1:08 3:08 5:08 7:08 9:08 
3 Wilmington ion 5:51 7:16 9:16 11:16 1:16 3:16 5:16 7:16 9:16 
2 Anderson/Woburn & 5:56 7:20 9:20 11:20 1:20 3:20 5:20 7:20 9:20 
1 Winchester Center 6:03 7:27 9:27 11:27 1:27 3:27 5:27 7:27 9:27 
1 Wedgemere 6 6:05 7:29 O29) 11:29 1:29 3:29 5:29 129) 9:29 

1A West Medford 6:09 7:33 9:33 11:33 1:33 3:33 5:33 7:33 9:33 
1A North Station 6 6:23 7:44 9:44 11:44 1:44 3:44 5:44 T:44 9:44 


Monday to Friday 


ZONE STATION TRAIN # 1301 1303 1305 1307 1309 1311 1313 1315 
1A North Station & 8:00 10:00 12:00 2:00 4:00 6:00 8:00 11:30 
1A West Medford 8:11 10:11 12:11 2:11 4:11 6:11 8:11 11:41 
1 Wedgemere 6 8:15 10:15 12:15 2:15 4:15 6:15 8:15 11:45 
1 Winchester Center 8:17 107 (2A 7/ 2ET/ 4:17 6:17 8:17 11:47 
2 Anderson/Woburn 6 8:24 10:24 12:24 2:24 4:24 6:24 8:24 11:54 
3 Wilmington & 8:28 10:28 1223} 2:28 4:28 6:28 8:28 11:58 
5 North Billerica 6 8:37 10:37 12:37 2237 4:37 6:37 8:37 12:07 
6 Lowell & 8:44 10:44 12:44 2:44 4:44 6:44 8:44 12:14 
Reduced Schedule advisory system The MBTA and Keolis closely monitor Scans sete aiceheaneniie Se eeRiCE 
ee ne ei ce /) Trains wil operate ona A Malor changes tothe regular schedule, Schediles } No passenger service on 


Massachusetts Bay Visit Customer Service Download the Follow 
(1) Transportation Authority i<e O LI S & MBTA.com is 617-222-3200 a= Commuter Rail App @MBTA_CR 


